**************** 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 341-1976 'Textile machinery and accessories — 
Cotton spinning machinery — Working width' issued by the International Organization for 
Standardization ( ISO ) was adopted by the Bureau of Indian Standards on the recommendation 
of the Spinning Preparatory, Spinning and Doubling ( Twisting ) Machinery Sectional Committee 
and approval of the Textile Division Council. 

Wherever the words International Standard' appears, referring to this standard, they should be 
read as 'Indian Standard'. 



AMENDMENT NO. 1 MAY 2002 

TO 

IS 13880:1993 TEXTILE MACHINERY AND 

ACCESSORIES — COTTON SPINNING 

MACHINERY— WORKING WIDTH 



(First cover page, Designation ) — Delete 'ISO 341 : 1976* appearing under 
IS number. 

( Second cover page ) — Substitute 'FOREWORD' for 'NATIONAL 
FOREWORD' and substitute the following for the existing: 

This Indian Standard was adopted by Bureau of Indian Standards, after the draft 
finalized by the Spinning Preparatory, Spinning and Doubling (Twisting) 
Machinery Sectional Committee had been aproved by the Textile Division 
Council. 

This standard is based on ISO 341 : 1976 Textile Machinery and Accessories — 
Cotton Spinning Machinery — Working Width* which has since been 
withdrawn. 

( Page I, Designation ) — Delete 4 ISO 341 : 1976' appearing under IS 
number. 

( Page I, clause 1 ) — Delete the word 'International'. 
(TX15) 
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1 SCOPE AND FIELD OF APPLICATION 

This International Standard specifies the working width for cotton spinning machinery. 

2 WORKING WIDTH 



Dimensions in millimetres 



Definition 


Working width 


Scutcher (Picker) Working width 




= width of lap 


1 000D 


= width between guide plates 




Card Working width 




= width of lap 

= width between guide plates 


1 OOOD 


The cylinder width is equal to the working width plus to 50 mm 




Sliver lap machine, ribbon lap machine and lap former 


230 


Working width 


250 


= width of lap at outlet 


265 


- width of lap spool 


300 



1) Basic dimension adjustable within small limits to allow for slight variations between scutchers 
and cards. 



Reprography Unit, BIS, New Delhi, India 



Mirk 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act % 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau 0/ Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Refision of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards 
are also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes arc needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 4 BIS Handbook and 'Standards 
Monthly Additions'. Comments on this Indian Standard may be sent to BIS giving the following 
reference: 

Doc : No. TX 15 ( 0238 ) 

Amendment! Issued Since Publication 

Amend No. Date of Issue Text Affected 
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